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CONEIDENTIAL STATE I3036I 

EXCON USOECD 

EO. 1 1652: XGDS - I 

TAGS: ESTC, COCOM, UK, UR 

SUBJECT: BRITISH VIBRATION TEST EQUIPMENT TO USSR 
- IL 1362 

REF. A) COCOM DOC (77) 597 B) PARIS 13662 

1 . NO OBJECTION, PROVIDED THAT TRANSACTION DOES NOT 
INCLUDE THE DIGITAL RAMDON CONTROL SYSTEM BASED ON THE 
DRC BP 1 1/34 (DEC PDP-1 1/34) COMPUTER WITH SOFTWARE 
(ITEM 12 REE A) AND THAT THIS SYSTEM WILL NOT RPT NOT 
BE SOLD SEPARATELY. 

2US DEL SHOULD INEORM UK BILATERALLY THAT ALTHOUGH NOT A 
PART OF THE TRANSACTION, USG CONCERNS EXTEND TO THE OPTIONAL 
ENVIRONMENTAL CAPABILITIES (SUCH AS THE PIGGY-BACK 
INSTALLATION OR IN-CHAMBER INSTALLATION OE A THERMAL ' 
CONEIDENTIAL 

CONEIDENTIAL 

PAGE 02 STATE 130361 

BARRIER OR TEMPERATURE AND HIGH-ALTITUDE TESTING CHAMBERS) 

AND WOULD OBJECT SHOULD THESE BE INCLUDED IN THE 
TRANSACTION OR SOLD SEPARATELY. 

3. FYI. USDEL MAY WISH TO DISCUSS THIS ACTION WITH THE 
UK DEL PRIOR TO COCOM SUBMISSION; HOWEVER, WE ANTICIPATE 
NO PROBLEMS BECAUSE IT APPEARS TO CONFORM TO BRITISH 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


PROPOSAL (REFTEL). 

4. BRITISH EMBASSY ADVISED. VANCE 


CONFIDENTIAL 


NNN 
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